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; Bt is on the southeastern border of KHARKOV (36° 
), Ukrainian SSR. (For locstion see Annex 1) 


2. Plant Installation: 


The plant covered an area of about 3,300x4,000 feet. The build 
“ings were red brick structures of which only the newer ones were 
plastered, Widely dispersed trdeks furnished the railroad con~ 
nec tiong ‘MBgwer was supplied by a power station located south- 

WHE plant. (For plant layout see dnnex 2). 
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smalle®, the exact number of workers being unknown, 


4, Production: Seven types of electro=motors 
Pive types of generators 
Servo safety fuses 

Casin;s for submarine turbines 
Resisters for transformers 


25x1A [ comments 


the report ana the attached sketches furnish a valuable picture 

on the latest developments of the electro-motor and turbine pant 
in KiARKOV. This information, correspondinge largely with previous- 
reports, is considered credible. 


2 Annexes: (1) Industrial Plants E of sane vee ca ale 
(2) Plant for Sleetré Engines and 1 s in 
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Lecend to Annex 1 


ctro=motor and turbine plant 
» machine manufacturing plant 


‘fnatka Ball-bearing Plant 
‘ BKC Y radio station 


Legend to Ann ex 2 
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ment, 330x90x75 feet. This depar tn 
conére te shaft, 54x12 feet and 36 feet deep. 


Fire station, 120x45 fect 

Garace, 120"45 feet, erected 1949 

Club and garage, 75x36 feet, two floors 
Dwelling, 60 feet St 
Foundry, new, 75 : 

of four furnace, 


Foundry, old, 44 ie 
Coke storase for the foundry, 60x25 
Guardhouse . 

Electro-drill aspartment, part of t+ 


were installed in May 1949. 
Hall, storace of dismantled machinery, § 
property 


Yelding shop, 390x90x36 feet, part of en 


partment 


12 and 12a Gate guard 
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14 
15 


16 
17 
18 
19 
20 


in 1949 


Model making carpenter shop, 90x30 fest 
Conerete mixing plant 
Not known 


rentice school, 120x120 feet, five floors, 
ion office and plant kitchen, 90x75 fect, five floors 
ant-kitchen, 27 0K120%75 feet, two floors, glass 


ec furnaces 


1,8C0x1,800 feet, three or four floors 


mited 1948, instillation 


Ant depart— 
fded with a 
The machines 


ywriner AEG 


erected in 194 


roof, 


 QPurbine forse, 100K75x50 feet (casting of turbine casinzs) 


Foundry, 240x120x36 feet, two coke furnaces, two smokestacks 


extending 16 feet above the roof, four electric tilting 


furnaces 


turbine molding shep, 190x60x36 feet, still under const%ruc- 


Bo? this building is under way. 
shops 


Manuf ac ture fe) EIU MA LUS » 6U0x100x85 feet, 


jon locksmith, 54x54 feet, three floors 
}Ox2 0Ox1L00 feet, office building eieht floors high 
fants provided for a buil ing ACC feet wide; 


eee root 
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Dp 
Hall and PW camp No 7149/1, 570x36 fect, three floors, on 


the north end of buildins a watertower, bc feet high. 


Pump station 
Machine tool shop 
Pond 

Party office 


Boilerhouse, 75x75x54 feet, one smokestack 18 feet high 
Boilerhouse, 90x45x2C fect, smokestack 15 feet nigh, 


heating 
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Manufacture of rivets anc screws 

Avwtomatie lathes 

Forge .nd wire drawing mill, the builcdinss No 36 ana 38 
together are 600x%300x%25 feet and are part of the Khems plant 


 d@partment- 


40 Gate guard house 

Bath . 

Pharmacy’ 

Magazine 

Insulating tape department 
Model shop 


oratory, 75 feet lons, four floors, to be enlarged 
ed brick building, 900x130x10G feet, two floors 
: tal storass, 120x45 feet 

O11 gtorase, underground, 90x30 feet 

Administration, 100x60 fect, three floors 

Smokestack, 120 feet high 

Storsge barracks, 54x25 feet, for varnish 

Vernisna factory, 75x54x36 feet 

Processing of metal facings 

Mill for metal waste 

Oil storage 


‘Pour oil tanks, 9.fect hic: and 9 feet in diameter 
- Mater pool, under--round pipeline to water tower (item No 30) 


Auto repair shop 

Carpenter shop, 75x36 feet 

Tool storage, 60x25 feet 

Vorkshop 

Switehes and locomotive barn 

Carpenter shop \ 

Saw mill : 

vtora:e for finished products, 150x10Cx42 feet 
Scale . 
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